FORM 4 


INVOICE NO 


SO' n TO 



JL 


: BBMM#¥78R001 3000501 16-0 
fy -2212 SOUTH HILL STREET 

/ LOS ANGELES 7, CALIF. 

Richmond 9-5301 


11619 


Ilyoon Mfg. 

2961 Colorado St. 
Pasadena, California 


ELECTRICAL INSTRUMENTS 

• Manufacture 

• Sales and Service 

• Repair and Calibration 


12-17-56 

TERMS: NE?T 1 


1QTH PROX. 


YOUR ORDER NO. 


64274 


OUR ORDER NO. 




SHIPPED VIA 


Pick Ho 


QUANTITY 


DESCRIPTION 


UNIT PRICE 


EXTENSION 


Repair 

Simpson Model 260 VCM 



Material 
Labor • 


3.00 


TOTAL - - • 
Salas Tax on Material - 

We hereby certify that the prices for the articles and/or services covered by this <-i ■ r~i 

invoice do not exceed the ceiling prices therefore established by any applicable snipping onarges 

•■wHereby ce^arovedsfieiKtlSeJeasetiZ&Qtli/jQSiOdcji GJA*R0P81 B00878R001 3000i 

this invoice we have complied with ail applicable requirement* of Section* 6, 7 and 
12 of the Fair Labor Standard* Act, a* amended, and of regulation* and order* of 
the United State* Department of Labor issued under Section 14 thereof." 


3.00 


0116-0 


3.00 












